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Jugular bulb diverticulum (JBD) is a rarely reported vascular anomaly, which is an extraluminal 
outpouching from the jugular bulb. Especially, there exists a lack of reported cases involving 
JBD encroaching the internal auditory canal (IAC) in Korea. Subjects with JBD may be asymp- 
tomatic or have variable symptoms based on its location and size. In this article, we report a 
unique case of JBD eroding into the IAC that was presented as sudden sensorineural hearing 
loss with vertigo. Korean J Audiol 2012;16:39-42 
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Introduction 

The jugular bulb diverticulum (JBD) is an irregular out- 
pouching of the jugular bulb that may extend to the superior 
surface of the petrous bone, middle ear cavity, endolymphatic 
duct or vestibular aqueduct. 13) 

Subjects with JBD may be asymptomatic or have variable 
symptoms based on its location and size. JBD may cause con- 
ductive hearing loss and pulsatile tinnitus by protruding into 
the middle ear, and also sensorineural hearing loss (SNHL), as 
well as vertigo by encroaching the inner ear or the internal au- 
ditory canal (IAC). 0 

JBD is reported rarely, and especially there have been no re- 
ported cases involving JBD encroaching the IAC in Korea. 

A 54-year-old female with pulsatile tinnitus, vertigo and 
SNHL was diagnosed with JBD invading the posterior wall 
of the left IAC. In this article, we report a unique case that is 
managed with conservative method for JBD invading the 
IAC. 

Case Report 

A 54-year-old female presented with acute onset of severe 



whirling-type vertigo. The vertigo developed abruptly when 
the patient got out of the car and aggravated with positional 
change. The patient also complained of left pulsatile tinnitus 
like a "snoring" sound. Nausea and vomiting were accompa- 
nied initially, however, disappeared within 3 days. There were 
5 episodes of vertigo, during the last 5 years. The vertigo was 
associated with some mental/physical exhaustion and the pa- 
tient recovered in several days with no medical treatment. The 
patient denied otalgia, otorrhea and hearing loss. 

The patient did not report any specific medical or surgical 
history but hyperlipidemia. The otoscopic and neurologic ex- 
ams were unremarkable. 

Spontaneous horizontal nystagmus was observed toward 
the left side at first and changed toward the right side on the 
fifth hospital day. Pure-tone audiometry on the third hospital 
day showed SNHL of about 60 dBHL with descending type 
over 1 kHz and speech discrimination was 28% on the left 
side (Fig. 1). Vestibular evoked myogenic potential (VEMP) 
testing was performed on the fifth hospital day and showed to 
be normal. Saccade test, pursuit test and optokinetic test pre- 
sented normal ranges, but caloric test showed the left canal pa- 
resis of 21% on the third hospital day and 73%) on the eighth 
hospital day. 
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Magnetic resonance imaging (MRI) was ordered to rule out 
the possibility of the left cerebellopontine angle (CPA) tumor. 
The official report did not identify any abnormal finding. How- 
ever, we suspected high jugular bulb encroaching the IAC on 
the left side (Fig. 2). Computed tomography (CT) of the tern- 
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Fig. 1. Initial pure-tone audiogram shows the left high-frequency 
sensorineural hearing loss. 



poral bone revealed high jugular bulb and jugular bulb diver- 
ticulum with the eroded IAC on the left side (Fig. 3). 

When the left high-frequency SNHL was found on the third 
hospital day, we started to administer 5 mg dexamethasone, 
intravenously, three times a day, in a regimen of management 
for sudden sensorineural hearing loss (SSNHL). Even after 
JBD was diagnosed by radiologic evaluations, the patient re- 
ceived high-dose steroids with the forementioned method for 
9 days and underwent a 5 -day oral taper, expecting the anti-in- 
flammatory effect of corticosteroids for the cochlear/vestibu- 
lar nerve. 

On the twenty-fifth hospital day, pure-tone audiometry show- 
ed high-frequency SNHL with partially recovered threshold 
of 40 dBHL and speech discrimination score was 72% on the 
left side. In a month after initial presentation, the patient still 
had positional vertigo and nystagmus, with newly developed 
benign positional paroxysmal vertigo and recovered com- 
pletely in several days with repositioning maneuvers. Over 21 
months after the onset, there has been no recurrence of verti- 
go, tinnitus or aggravated hearing deterioration. 

Discussion 

JBD is considered to be a rare venous anomaly, when com- 
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Fig. 2. Internal auditory canal (IAC) magnetic resonance imaging. A: Pre-contrast T1 -weighted axial image shows outpouching of the left 
jugular bulb (arrow). B: Gd-enhanced T1 -weighted axial image shows a left jugular bulb compressing the bundle of auditory nerve (ar- 
row). C: Pre-contrast T2-weighted axial image shows a hypointense signal in the left IAC (arrowhead). 




Fig. 3. Computed tomography (CT) 
of temporal bone reveals a jugular 
bulb diverticulum (JBD) and erosion 
of the internal auditory canal (IAC) on 
the left side. A: Axial CT image shows 
the eroded posterior wall of the left I- 
AC (black arrow). B: Coronal CT im- 
age shows JBD extending to the left 
IAC (white arrow). 
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pared with high-riding jugular bulb that is relatively common 
venous variation. Retrospective studies, which were perform- 
ed with CT of the temporal bone, reported high-riding jugular 
bulb and JBD ranged from 6% to 20% and from less than 1% 
to 7.9%, respectively. 4 '^ However, the rarity of JBD is ques- 
tionable. Because JBD was rarely reported before high reso- 
lution CT (HRCT) and usually discovered at the time of the 
surgery or as an incidental finding on CT examination of the 
temporal bone. Furthermore, a significant number of this dis- 
ease is likely to be asymptomatic, and it is considered that JBD 
is probably underreported. 6) 

The etiology of JBD is unrevealed. Embryologically, jugu- 
lar bulb is not present at birth, but once an erect posture is as- 
sumed, as opposed to fetal or lying down position in utero and 
as neonates, the pounding effects of ascending negative pulse 
waves originating from the right atrium may traverse upward 
to the jugular sinus hemodynamically, which leads to an ex- 
pansion and a formation of the jugular bulb. 7) Due to the loca- 
tion of jugular bulb, which is in part, determined by mastoid 
pneumatization, the distance from the external auditory canal 
to the sigmoid sinus is relatively shorter in case of little or ab- 
sent pneumatization. Consequently, jugular bulb rides relative- 
ly high, which is also a risk factor for JBD. 8) Though venous 
hypertension and turbulent venous flow have been suggested 
as an etiologic factor for venous diverticulum with bony ero- 
sion, a definitive understanding of the pathophysiology of di- 
verticulum formation remains elusive. 

Depending on the degree of extension of JBD, the cochle- 
ar and vestibular aqueducts, the endolymphatic sac, the pos- 
terior semicircular canal, the mastoid cavity and IAC can be 
involved. 13) Therefore, various symptoms, which includes SN- 
HL, vertigo, aural fullness and tinnitus, can be produced in ac- 
cordance with the location and size of JBD. 

A few cases of JBD encroaching IAC have been reported, 
however most of cases were identified in the retrospective 
studies. 2,3) Thus, their clinical manifestations were not describ- 
ed in detail. Fujimoto, et al. 9) reported one case of JBD invad- 
ing IAC in detail, however, clinical presentation was much dif- 
ferent from our case. In his study, the patient had a conductive 
hearing loss especially at the low tone and subclinical vestib- 
ular dysfunction without vertigo, despite the similarity with 
our study in regards to the imaging study of the patient. 

In our case, CT images showed JBD encroaching only the 
posterior wall of the left IAC without the involvement of the 
endolymphatic sac, the vestibular aqueduct or the posterior 
semicircular canal. It is considered that the audiologic and 
vestibular symptoms, such as pulsatile tinnitus, high frequen- 
cy sensorineural hearing loss and vertigo resulted from the 
compression and irritation of cochleovestibular nerve, caused 



by JBD. However, hemifacial spasm didn't develop because 
the diverticulum eroded the IAC from below, as well as from 
behind, and anatomically the facial nerve was spared. When 
the symptoms started, spontaneous nystagmus toward the left 
side had been observed, but in three days, it changed toward 
the right direction. Also, left canal paresis was aggravated from 
21%o weakness on the third hospital day to 73% weakness on 
the eighth hospital day, according to the serial caloric tests. It 
is assumed that the left vestibular nerve was irritated by the di- 
verticulum at the initial state. It might get paralytic as neuro- 
vascular cross-compression persisted. 

JBD can be identified mostly by radiologic evaluation, in- 
cluding CT or MRI. However, when a patient has unilateral co- 
chlear symptoms, with or without vertigo, different diseases, 
such as SSNHL, Meniere's disease, superior canal dehiscence 
syndrome, CPA tumor should be considered, and MRI is gen- 
erally chosen as the imaging method. However, we could not 
easily detect small venous anomalies, such as JBD without in- 
tensive suspicion. HRCT is the method of choice when jugu- 
lar bulb anomalies are suspected. 1 Bush, et al. 3) suggested that 
the CT venography should be used in the evaluation of asym- 
metric audiologic symptoms, and vertigo in case of negative 
MRI findings. Further, they said that CT venography can be 
the primary study in patients with pulsatile tinnitus alone. In 
our case, since the patient had high-frequency hearing loss 
with poor speech discrimination and vertigo, MRI should be 
checked prior to ruling out CPA tumor. 

VEMP testing provides diagnostic information about sac- 
cular and/or inferior vestibular nerve function. VEMP was 
normal in this case. Although it is assumed that the functional 
deficit of inferior vestibular nerve and posterior semicircular 
canal was little or absent in that time of examination, it doesn't 
exclude subclinical or progressive functional deficit. There- 
fore, periodic and close observation should be followed. 

Because little is known about the natural course of JBD, 
guidelines for treament are not established in detail. Conse- 
quently, it is difficult and complicated in a part to decide whe- 
ther we should treat conservatively or surgically. According 
to a few literatures, since JBD is not static and enlarges with 
time, it can gradually aggravate patient's symptoms. 10) Further, 
another author said pulsatile tinnitus that is caused by high- 
riding jugular bulb or JBD can be diminished and even disap- 
pear naturally. 1 In our case, pulsatile tinnitus started to di- 
minish in a few days and disappeared in a week, and vertigo 
improved gradually. Therefore, we decided to manage conser- 
vatively with medication, expecting anti-inflammatory reac- 
tion of corticosteroids. 

If patients with severe symptoms of vascular origins, such 
as annoying tinnitus, continuous vertigo and persistent or pro- 
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gressive hearing loss, surgical managements can be consid- 
ered. But a decision for surgery should be based on careful 
evaluation of the risks and benefits of each case. 
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